take dust samples for the purpose of checking "on the accuracy
of the operator's sampling program".  For this reason, the
operator asserts the respirable dust samples taken by certified
persons who are not employed by the operator are not samples
that can be used to lower the 2 milligram standard.

I find the contention without merit.

Section 202(g) specifically authorizes the Secretary of
Labor or his delegate to "cause to be made such frequent spot
inspections as he deems appropriate of the active workings of
coal mines for the purpose of obtaining compliance with /The
respirable dust standards/ of /Title Il7.  Legislative History,
Coal Act, 1124 (1970).  This authority is complemented by that
found in section 104(f) which sanctions use of "samples taken
during an inspection by an authorized representative of the
Secretary" to determine whether the "applicable limit on the
concentration of respirable dust required to be maintained
under this Act is exceeded", and, if so, for issuance of a
"citation fixing a reasonable time for abatement."

The broad underlying authority, of course, is section
103 (a)(1) and (4) which authorize inspections, and therefore
sampling, to obtain "information relating to health conditions
and the causes of diseases" and to determine "whether there
is compliance with the mandatory health standards ... or
other requirements of this Act".  The cumulative import of
this authority provides compelling support for the view that
Congress intended the Secretary have power, independent of

49sent was  prescribed
